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Message Text 


PASS AID/PHA/POP 

EO 1 1652: N/A 
TAGS: SPOP, MX 

SUBJECT: REQUEST EOR CLOSED-CIRCUIT TV SYSTEM 

1. DR. ARGELIO SANTOS, DIRECTOR OF THE SOCIAL SECURITY 
HOSPITAL IN MONTERREY, WHERE MANY OF THE STUDENTS FROM 
MONTERREY MEDICAL SCHOOLS ARE TRAINED, AS WELL AS ONE 
OF CLINICAL PRACTICE SITES EOR PIEGO TRAINING, IS 
REQUESTING ASSISTANCE TO OBTAIN A CLOSED CIRCUIT TV 
SYSTEM FOR SURGICAL TRAINING FACILITIES, AND FP 
INSTRUCTION. 

2. PRESENT SPACE LIMITATIONS MAKE OBSERVATIONS IN 
OPERATING ROOM IMPRACTICABLE FOR MORE THAN A EEW STUDENTS 
DR. SANTOS BELIEVES MORE PEOPLE (STUDENTS AD PATIENTS) 

COULD BE TRAINED IN VARIOUS METHODS OF FP IF A MODEST 
CLOSED CIRCUIT SYSTEM WERE AVAILABLE. 

3. WHAT ARE POSSIBILITIES OF PROVIDING ASSISTANCE TO 
THIS KEY AND INNOVATIVE HOSPITAL? THOMPSON 
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